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1. The firm of Koch and Startzel in Dresden, Germany, was dismantled -by 
the Soviets in the fall of 1945. The dismantled equipment consisted _ 
of machine tools,: the Jaboratories, all the blueprints from the con- 
struction bureau, and igh voltage test equipment. The material was 
carefully packed by Gernan workers and loaded on railroad freight 
cars. Some of the cra‘iss bore the inscription: "Via Prague ~ Buda- 
pest - to Moscow, Kursk Station, branch line Kommunalka". This equip~- 
ment was routed to Teplyy Stan, a town 24 km southeast of Moscow, Two 
Soviet officers went along with the train to supervise the delivery. 
Other pieces of equipment were sent to Leningrad, and a third shipment 
was destined for some town east of the Ural Mountains. All construc- 

25X1A tion plans and bluepriris removed from the construction bureau were 

me sent to Teplyy Sten, i 25X1A 


2. Among the blueprints kept in the construction office at Teplyy Stan 
were the plans and drawings of a three million volt installation for 
atom smashing. This unit had not been built at the Koch and Stertzel 
plant, but was constructed in the Elektrische Werke at Osterode, in 
_the Harz Mountains. It was finished during the war. When the US 
forces occupied Osterode, tie unit was moved to Thuringia; I believe 
to the salt mines at Stassfurth. The US forces either did not find 
the installation or they dia not pay any attention to it. Subsequent- 
ly, the Soviets discovered the unit, dismantled it, and installed it 
temporarily in an exhibition hall in Dresden. JI never saw the unit, 
put I am familiar with the blueprints and construction plans for it. 
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3. After the war, the Soviets assigned Koch and Stertzel in Dresden the 
job of designing and building a betatron.. 


the firm of Koch and Stertzel-was liqui- 
dated in 1947 or 1948, all drawings and blueprints were transferred 
to the USSR, most of them to Teplyy Stan. 


4. 


nn in the 1920's, and until the 
war between Germany and the Soviet Union, the X-ray factory at Teplyy. . 
Stan was one of the most important X-ray factories in the Soviet 
Union. During the war, the plant equipment was moved to some place 
east of the Ural Mountains. ‘The plant was then used as a munitions — 
factory for the filling of bombs or shells. After WWII, the X-ray 
factory was re-established with the Koch and Stertzel equipment taken 
from Dresden, while the factory east of the Urals probably was main-~ 
tained with the original Teplyy Stan equipment. 


5. The plant buildings are situated on a large tract of ground (approxi- 
mately 20 thousand square _ ie en be and 1500 workers 
were employed at the plant. new buildings were being 
erected, and SB that an expansion of plant production was in~- 
tended. 


6. The building referred to as "Laboratory #3" is a new building approxi- 


mately 30 m in length, width and height, with a luxurious front office, 
and columns at the entrance. It was erected in the southern part of 
Moscow, right next to the large Union Building, and at the fringes of 
the new university city, which is the largest building project in 
Moscow today. I have never been inside the building, and I do not 

know its use. It was rumored, however, that this building was designed 
to house the previously mentioned three million volt atom smasher re-'— 
moved by the Soviets from Thuringia. It was initially planned that 
German engineers would install the apparatus, but it was later decided. 
that the Soviets would handle the project all by themselves. I believe . 
that the laboratory was part of the Academy of Science; at least, the 
Academy was in the immediate vicinity of this new building. This is 
the extent of my knowledge of "Laboratory #3". - 


7- The plant at Teplyy Stan was directly subordinated to the Electro- 

'” technical Department. of the Ministry for Machine Construction. It 
was rumored that the Ministry was going to establish a special con-" 
struction bureau in the new four-story building which was under con- 


struction at the plant EI. 


8. Before the war Teplyy Stan was known as the Moscow X~ray factory. 


After the war, when it was reconverted from a munitions works to an 
X-ray plant, it was known as Zavod #596. In the plant, X-ray machines 
were assembled, and transformers, regulators, and stabilizers for X- 
ray machines were produced. Wot all of the components produced at 

the plant at Teplyy Stan were used in the X-ray machines, however; a 
large part of the output was sent to Moscow, where it was distributed 
to other producers. I believe there is another plant producing trans- 
formers somewhere in Moscow. This plant is using the methods and the. 
dismantled ‘equipment taken from the former AEG in Berlin-Oberschoene- 
weide, now called “Transmotoren Werke, Berlin-Oberschoeneweide”. 
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9. Es the factory was just resuming produc- 
tion. ER = the plant had reached a produc- 
25X1A tion rate of 30-40 completed X-ray machines per month. These were 
mostly designed for medical use and were equally divided between thera- 
peutical machines and diagnostic machines. These units were in serial 
production at Teplyy Stan. They had a working voltage of 120-150 
thousand volts. The apparatus with the highest voltage, 400 thousand 
volts, was designed for industrial use in material testing. The ‘tubes 
for these machines were produced in a plant in Leningrad, the namé of 
which I do not know. The tubes were made of glass, not of metal. The 
tubes, installed in the assembled machines at Teplyy Stan, were oil- 
cooled. The transformer oil used, however, was not satisfactory be- 
cause it showed a tendency for coking too easily. Only cascade tubes 
which were grounded unilaterally were water-cooled. The machines 
produced were not only built according to the blueprints taken from 
Koch and Stertze], but American, English, French and Italian designs 
were also produced. American equipment was copied frequently. The 
quality of the products improved considerably during the five years 
of my stay in Teplyy Stan, and it would be safe to say that by 1951 
the Soviets had caught up with the technical know-how which Koch and 
Stertzel possessed in 1945. The machines produced in 1951 were good 
instruments, built with precision. 


10. Three or four of the 400 thousand volt X-ray machines to be used for 
industrial research were completed and ready for testing: The trans- 
formers built into these machines were three cascade transformers 
filled with ofl--ie, three transformers connected in series. The 
tubes were cascade tubes made of glass, water-cooled, and operating in 
six stages arranged in the same manner as US models. The machine was 
mounted in a. case about 55 om in diameter and one meter long; the trans- 
formers were installed in the same casing as the tube. The hollow 

« . anode, which was water-cooled, protruded from the casing. The machine 
*  @4id not have a separate rectifier unit. . 


11. Another X-ray unit which was still in the experimental stage at the 

time of my departure was a field X-ray set operating at 80 thousand 

HAP. volts. The machine was encased in a box about 60 om by 40 cm, and. 
40 cm high. The transformer was built into the case. It did not 
have a rectifier tube. The tube used in this machine will only per- 
mit one current to pass through in any case. It will, for this reason, 
require a longer exposure, but it saves a lot of space. It is oil-. 
cooled, and has a hot cathode. I estimate that by now the field X-ray 
machine should have passed through the experimental stage, and should 
be ready for serial production. Most of the X-ray machines assembled 
at Teplyy Stan had only one tube. One machine, however, was built 
which had two tubes which could be switched on alternately, but not 
together. 


12. The plant also produced transformers for X-ray machines, primarily 
small governor transformers and special transformers from 2-10 KV. 
The biggest transformers produced at Teplyy Stan were rated at 400 
thousand volts. In the spring of 1951, Teplyy Stan produced about. 
500 transformers of all descriptions per month. An experimental 400 
‘thousand volt transformer for an X-ray machine was completed, but at 
the time of my departure had not passed the state teat, and therefore 
had not gone into serial production. 


‘13. About five hundred 15 thousand volt regulators are produced at Teplyy 
Stan every month. Not all these regulators are used in the plant, 
but are sent to Moscow for sale or distribution. Their design follows 
the US practice, having a round iron core, while the products of Koch 
and Stertzel in Dresden used to have an oblong iron core. They use 
oil insulation. 
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The rectifiers for the X-ray machines were neither mercury nor | 
selenium rectifiers, but had elements of glycatron (trade name: 
kematron). The models produced at Leningrad were large and clumsy, 
representing the state of German development of approximately 10 
or 20 years ago. On the other hand, it must be said that the de-~ 
velopment of X-ray machines in the USSR has made great progress, 
and that the machines produced in 1951 would compare favorably in. 
their neatness and precision of construction to foreign models. 


High voltage lines for use up to 200 thousand volts were copied from 
US models. The cable was produced somewhere in the vicinity of 


At Teplyy Stan the Soviets are planning to develop high voltage 
‘direct current installations, but by the tine IE had 
not yet started with the execution of such plans. 


The engineers and scientists working in the plant at Teplyy Stan 
were trained well enough to thoroughly understand the construction 
of the equipment produced at the plant. WNobody, however, ever inter~ 
ferred in any way with the operations of another department. If | 
there were glaring mistakes in the design of some piece of equipment, 
none of the other departments, even though aware of the mistakes, 
would move a finger to correct them. The departments were concerned 
that their own work was all right, but they did not feel responsible 
for the total product. As long as they can avoid the accusation of 
sabotage, the individual departments are satisfied with limited re- 
sponsibility. 


It does happen, how- 
ever, in rare cases, that one engineer takes the entire responsi- 
bility for the project on his own initiative; such a man is usually 
judged a fool by his wiser colleagues. 


The pressure of work in our plant was not too great. In my estima- 
tion, every plant can fulfill its production quota quite easily. 
Repeatedly the material for our products arrived late, particularly 
metals like tungsten and beryllium, but the plant was always able to 
fulfill its quota, either by working many hours of overtime, or by 


' producing the value of the quota rather than the number of finished 


units specified. Apparently, the quota has a monetary value as well 


as a specified number of units of output. For the fulfillment of 


the quota, it was sufficient to deliver the equivalent of the mone- 
tary value, even if the unit quota was not met. 


The same assignment was given to four different specialists without 
their knowing about each other. When each finished the assignment, 
the Soviets compared the four reports, picked out the best features 
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of each one, and gave the same or a similar assignment with some 
suggestions for alterations or improvements to the same group. When 
the new reports were written, they gave the reports of the other — 
three to each member of the group, after deleting the source of the 
report, for comment and criticism. The final reports were then used 
as the basis for the development of a type of airplane or a part of 
‘an airplane.) 


The airfield where the Podberesje planes were tested was just west 25X1X 
of Teplyy Stan. I fighter planes in the 
air daily, flying in close formation, and performing very precise 
maneuvers. The planes had wings that were swept. forward and an unr 
known number of jet engines. This type disappeared from the air 
about the end of 1949 and was supplanted by a type of plane which 

had swept-back wings and a tricycle landing gear. It appeared 

larger than the previous type, but was also flying in close formations 
of sometimes as many as 30 planes. I remember that the horizontal 
gtabilizer of this plane was mounted very high on the tail assembly. 

I do not know if the planes were flown by Soviet or German pilots, 

but the formations were very precise, and the maneuvers were carried 
out with great skill. 25X1A 
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ra 


“ae Dr Iligen--formerly with Zeiss Icon, Dresden; later stationed 


at Hoscow-Monino, Hoscow Post Office 14, Subway station Sokolniko 
Bolshaye, Olenia 2 ; L 


tb. Dr Mollwo--first stationed at Moscow-Monino, then transferred to = 25X1A 


Ostashkov, PO Box 1. He was originally with Koch and Stertzel, 

then worked at the Physikalische Reichsanstalt at Peenemuende on 

research for the development of the V-2. His last residence 
was on an island in the Seliger Lake. 


c. Professor Pauer--specialist in thermo-dynamics, formerly a pro- 
fessor at the Technological Institute in Dresden. He was living 
with hie wife and six children on an island in the Seliger lake; 
his mail address was Ostashkov, PO Box 1. 


vi. Professor Fricse-«specialist in thermo-dynamics, formerly a pro- 


fessor at the Technological Institute in Dresden. He was living 
with his daughter on an island in Seliger Lake; his mailing ad- 
dress was Ostashkov, PO Box 1. 


le. Ob Ing Schiffmann-~specialist in thermo-dynamics, formerly at 


‘Sachsenburg. He was then living on an island in Seliger Take ; 
his mailing address was Ostashkov, PO Box 1. 


£. Professor Dr Ostermann--stationed at the Moscow-Monino Sanatorium . 


5 I. 


“g. Dr Wede--formerly with Heinkel; later stationed at Kuibyshev 


he Ziese--formerly with Junkers, later stationed at Kuibyshev 
— . ) 25X1A 

The following German specialists returned I from Moscow in 

July 1951: 


Jae Ob Ing Kreuter--formerly with the locomotive factory AEG in 


Henningsdorf, near Berlin. His wife died in the USSR; he was 
travelling with his daughter. He was atationed in the south, 
somewhere in the vicinity of the Don River. 
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Hoheneee--diréot. eurrent department. at Siemens in Berlin. H6..3. ous 


~ was stationed in the USSR somewhere in the southeastern’ section. 


Kroschopp--construction engineer of the switchboard installations 
factory AEG in Berlin. During. the war he was working at the. - 
Elektrische Werke in oarerese/ ies: In the USSR he was stationed 


. 40 km E of Koscow. 


Gruber--in the USSR with Kroschopp;.I do not know anything of his 
background. 


4 ~end~ 
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